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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 045681 

42 

ORIGIN XMB-07 

INFO OCT-OI ARA-16 ISO-00 EB-II COME-00 RSC-OI /036 R 
66604 

DRAFTED BY XMB:THOMAS P DOUGHTY 
APPROVED BY FR/OC A/RF.P:I .AKI JRFORTH 
ARA/APU:PMATHESON 
EB/IFD/ODF:EMLINTON 
XMB: WALTER C SAUER 

021064 

R07I359ZMAR74 

FM SECSTATE WASHDC 

TO AMEMBASSY BUENOS AIRES 

UNCLAS STATE 045681 

FOR AMBASSADOR HILL FROM WALTER SAUER EXIMBANK 

E.O. 11652: N/A 
TAGS: BEXP.EFIN, AR 

SUBJECT: RIO GRANDE PUMPED STORAGE HYDROELECTRIC PROJECT 
REES: BUENOS AIRES 1482 AND 1483 

1 . THANK YOU FOR YOUR PERSONAL INTEREST IN THIS MATTER. 

2. ON THE BASIS OF ADDITIONAL INFORMATION RECENTLY EURNISHED 
US BY ALLIS-CHALMERS AND IN EMBASSY'S REFTELS WE ARE PRE- 
PARED, IN THE CIRCUMSTANCES, TO AMEND THE TERMS AND CONDI- 
TIONS OE OUR PRELIMINARY COMMITMENT 74-0-2612 TO PROVIDE THAT 
REPAYMENT OF THE U.S. COSTS FINANCING WILL COMMENCE THE 
EARLIER OF THE DATE 12 MONTHS FROM DATE OF COMPLETION OF 
THE PROJECT OR MAY 1, 1980. 

3. WE ARE FORMALLY ADVISING ALLIS-CHALMERS IN THIS REGARD. 
KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ECONOMIC ASSISTANCE, HYDROELECTRIC POWER PLANTS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE045681 

Document Source: CORE 

Document Unique ID: 00 

Drafter: THOMAS P DOUGHTY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740360/aaaaceca.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: BUENOS AIRES 1482 AND 1483 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 AUG 2002 by elbezefj>; APPROVED <04 DEC 2002 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RIO GRANDE PUMPED STORAGE HYDROELECTRIC PROJECT 
TAGS: BEXP, EFIN, AR, ALLIS-CHALMERS 
To: BUENOS AIRES 
Type: TE 
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